84       DOCKETED ITEMS

9202250311 Suppl 4 to Generic Ltr 89-10 to all licensees of operating nuclear power
plants & holders of CPs for nuclear power plants re consideration of valve misposi-
tioning in BWRs.

PARTLOWJ.G. Associate Director for Projects (Post 870411). 92/02/12. Consolidat-
ed Edison Co. of New York, inc. 4pp, 50997:033-60997:036.

9203020293 Forwards amends 133 & 122 to licenses DPR-39 & DPR-48 & safety
evaluation.Arnends remove containment isolation valve tables & associated table ref-
erences from TS for plant

HICKMANJ.B.  Project Directorate  IH-2.  92/02/18.  KOVACH.TJ.  Commonwealth
Edison Co. 2pp. 60755:232-60755:255.

-9203020302 Amends 133 & 122 to licenses DPR-39 & DPR-48,respectively, removing
containment isolation valve tables & associated table refs from TS for plant.
BARRETT.RJ. Project Directorate IH-2. 92/02/18. 18pp. 60755:234-60755:251.

-9203020304 Safety evaluation supporting amends 133 & 122 to licenses DPR-39 &
DPR-48,respectively.

* Office of Nuclear Reactor Regulation, Director (Post 870411). 92/02/18. 4pp.
60755:252-60755:255.

9203020189 Forwards info re status of open items in Generic Ltr 90-04, per require-
ments imposed by Generic Ltr 83-23 re Salem ATWS eventAll items complete except
reactor trip breaker insulation resistance readings.

CHRZANOWSKI.D. Commonwealth Edison Co. 92/02/24. MURLEY.T.E. Office of Nu-
clear Reactor Regulation, Director (Post 870411). 5pp. 60783:139-60783:143.

9203030353 Application for amend to License NPF-87,consisting of License Amend Re-
quest 92-001 .revising TS 3.3.1 .Table 3.3-1, Functional Unit 6.b, "Boron Dilution Mitiga-
tion Flux Doubling," in ref to Generic Ltr 85-05.

CAH1LL.WJ. Texas Utilities Electric Co. (TU Electric). 92/02/28. Document Control
Branch (Document Control Desk). 17pp. 60820:101-60820:271.

-8404270143 "Unmitigated Boron-Dilution Events in Oconee-1 .Calvert Cliffs-1 & Zion-1
PWRs During Shutdown Mode," draft preliminary rept for comment.
NASSERSHARIF.B. Los Alamos National Laboratory. FIN A-7228. 84/04/13. NRC -
No Detailed Affiliation Given. 7pp. 60820:162-60820:168.

-9203030398 "Unmitigated Boron-Ditution Events in Oconee-1 .Calvert Cliffs-1 & Zion-1
PWRs During Shutdown Mode."

NASSERSHARIF.B. Los Alamos National Laboratory. 84/01/31. NRC - No Detailed
Affiliation Given. 94pp. 60820:169-60820:271.

9203060079 Ack receipt of 920103 10CFR50.54(a) submittal proposing deletion of bien-
nial review of util nuclear plant procedures.NRC understands that util will withdraw
submittal.

MILLER.HJ. Region 3 (Post 820201). 92/02/28. REED.C. Commonwealth Edison Co.
2pp. 60804:017-60804:018.

9203130100 Notification of 920318 meeting in Rockville.MD to update status of Comm
Ed prioritization program.

SIEGEL.B.L Project Directorate IH-2. 92/03/05. BARRETT.RJ. Project Directorate III-
2, 4pp. 60912:059-60912:062.

9203030209 Generic Ltr 92-02 to all holders of OLs or CPs for PWRs re resolution of
Generic Issue 79, "Unanalyzed Reactor Vessel (PWR) Thermal Stress During Natural
Convection Cooldown."

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/06. Consolidat-
ed Edison Co. of New York, Inc. 4pp. 60997:047-60997:050.

9203060147 Rev 1 to generic Itr 92-01 to all holders of operating licenses or const per-
mits for nuclear power plants (except YAE.Iicensee for Yankee Nuclear Power
Station),re reactor vessel structural integrity, 10CFR50.54(f).

PARTLOWJ.G. Associate Director for Projects (Post 870411). 92/03/06. Consolidat-
ed Edison Co. of New York, Inc. 12pp. 61085:001-61085:012.

9203160213 Discusses review of existing second-level undervoltage (degraded voltage)
setpoint for 4 kV safety buses.Based on results of subj review.util evaluated setpoint
for all nuclear stations.Updated status for calculations provided.
RICHTER.M.H. Commonwealth Edison Co. 92/03/09. MURLEY.T.E. Office of Nuclear
Reactor Regulation, Director (Post 870411). 2pp. 60969:260-60969:261.

9203170201 Concludes that owners proposals for pressure isolation valves not techni-
cally justified.Changes for affected stds & basis for conclusion encl.
GRIMES.C.I. Technical Specifications Branch. 92/03/10.  BUSH.L Westinghouse
Electric Corp. ROBERTSON.J.L Entergy Operations, Inc. WOODS.B. Combustion En-
gineering, Inc. 9pp. 60963:088-60963:101.

9203180313 Forwards list of general topic questions & documentation requirements
necessary for first part of EAGLE-21 review.

HICKMANJ.B.  Project  Directorate  IH-2.  92/03/10.  KOVACH.T.J.  Commonwealth
Edison Co. 18pp. 60971:137-60971:154.

9203180321  Forwards listing of issues & questions resulting from design audit of
EAGLE-21 sys performed at Westinghouse during wk of 920210.
HICKMAN.J.B.  Project  Directorate  IH-2.  92/03/10.  KOVAGH.TJ.  Commonwealth
Edison Co. 5pp. 60971:023-60971:027.

9203180371 Responds to 911213 request to withhold Westinghouse rept, "EAGLE-21
Micro-Processor Based Process Protection Sys," WCAP-12374 dtd Sept 1989 from
public disclosure.Proprietary version submitted will be withheld per 10CFR2.790(b)(5).
HICKMANJ.B. Project Directorate IH-2. 92/03/12. DIPIAZZA.R.P. Westinghouse Elec-
tric Corp. 6pp. 60997:304-60997:309.

9203180384 Informs that Westinghouse rept, "Equipment Qualification Test
Rept,EAGLE 21 Process Protection Sys (Environ & Seismic Testing)," WCAP-
8687,Suppl 2.E69A.E69B & E69C will be withheld from public disclosure per
10CFR2.790(b)(5).

HICKMAN.J.B. Project Directorate IH-2. 92/03/12. DIPIAZZA.R.P. Westinghouse Elec-
tric Corp. 6pp. 60962:001-60962:006.

9203180388 Informs that Westinghouse rept, "Noise.Fault.Surge & Radio Frequency In-
terference Test Rept for EAGLE 21 Process Protection Sys Upgrade," WCAP-11733
will be withheld from public disclosure per 10CFR2.790(b)(5),as requested.
HICKMAN.J.B. Project Directorate IH-2. 92/03/12. DIPIAZZA.R.P. Westinghouse Elec-
tric Corp. 6pp. 60962:007-60962:012.

9203180408 informs that Westinghouse rept, "W Revised Thermal Design Procedure In-
strument Uncertainty Methodology for Comm Ed Zion units 1 & 2 Nuclear Power Sta-
tion," YVCAP-12801 will be withheld from public disclosure per 10CFR2.790(b)(5).
HICKMANJ.B. Project Directorate IH-2. 92/03/12. DIPIAZZA.R.P. Westinghouse Elec-
tric Corp. 6pp. 60961:352-60961:357.

9203180413     Informs      that     Westinghouse      rept,      "Zion      NSSS      Setpoint
Evaluation.Protection Sys Channe!s,EAGLE-21 Version," dtd Nov 1991 will be with-
held from public disclosure per 10CFR2.790(b)(5),as requested in util 911127 Itr,
HICKMANJ.B. Project Directorate IH-2. 92/03/12. DIPIAZZA.R.P. Westinghouse Elec-
tric Corp. 6pp. 60961:346-60961:351.

9203200240 Forwards revised bases Page 274 re diesel generators.in response to NRC
request for addl info re 911107 application, requesting change to EDG TS to add sur-
veillance requirements for new starting air sys which will be installed.
STIMAC.S.F. Commonwealth Edison Co. 92/03/13. MURLEY.T.E. Office of Nuclear
Reactor Regulation, Director (Post 870411). 3pp. 61069:325-61069:331.

-9203200243 Proposed Tech Specs Bases 4.15 re diesel generators.
* Commonwealth Edison Co. 92/03/13. 4pp. 61069:328-61069:331.

9203250150 Forwards Rev 1 to WCAP-10902, "Plant Specific Neutron Fluence Evalua-
tion for Zion.Units 1 & 2," in response to fracture toughness requirements for protec-
tion against pressurized thermal shock events rule rev.

LEZON.R. Commonwealth Edison Co. 92/03/13. MURLEY.T.E. Office of Nuclear Re-
actor Regulation, Director (Post 870411). 2pp. 61107:214-61107:292.

-9203250154 Rev 1 to "Plant Specific Neutron Fluence Evaluation for Zion.Units 1 &
2."

LAU.F.L, MEYER.TA, LIPPINCOTT.E.P. Westinghouse Electric Corp. WCAP-10902
R01. 90/11/30. 85pp. 61107:216-61107:292.

9203200379 Notification of 920320 meeting w/util in Rockville.Md to discuss EAGLE-21
sys mod at plant.

HICKMAN.J.B.   Project   Directorate   III-2.   92/03/17.   MURLEY.T.,    MIRAGLIA.F.,
RUSSELL.W. NRC - No Detailed Affiliation Given. 2pp. 61068:127-61068:129.

9203230301 Provides addl info related to MOV test & surveillance program initiated by
Generic Ltr 89-10, "Safety-Related MOV Testing & Surveillance."
CHRZANOWSKI.D. Commonwealth Edison Co. 92/03/17. MURLEY.T.E. Office of Nu-
clear Reactor Regulation, Director (Post 870411). 8pp. 61077:320-61077:328.

9203300079 Requests results of review & disposition of plant activities within 30
days.Response should not contain proprietary info.

GREENMAN.E.G.   Region  3   (Post  820201).  92/03/19.   REED.C.   Commonwealth
Edison Co. 2pp. 61110:320-61110:321.

9203300383 Forwards corrected page 198 to amends 131 & 120 to licenses DPR-39 &
DPR-48 respectively.

HICKMAN.J.B.  Project  Directorate  ill-2.   92/03/20.   KOVACH.TJ.   Commonwealth
Edison Co. pp. 61164:043-61164:045.

-0203300385 Corrected page 198 to amends 131 & 120 to licenses DPR-39 & DPR-48.
HICKMAN.J.B. Project Directorate !ll-2. 92/03/20. 1p. 61164:045-61164:045.

9203300124 Forwards response to issues raised in MOV audits at util as preparation for
920408 meeting at Region III headquarters.

SIMPKIN.T.W. Commonwealth Edison Co. 92/03/23. MURLEY.T.E. Office of Nuclear
Reactor Regulation, Director (Post 870411). 5pp. 61207:259-61207:263.

9203270156 Informs that response to NRC Generic Ltr 91-11, "Resolution of Generic
Issues 48.LCO for Class 1E Vital Instrument Buses & 49 Interlocks & LCO for Class
1E Tie Breakers,Pursuant to 10CFR50.54(f)," acceptable.

HICKMANJ.B,  Project  Directorate   IH-2.   92/03/24.   KOVACH.TJ.  Commonwealth
Edison Co. 2pp. 61109:308-61109:309.

Q. Inspection reports, IE Bulletins & correspondence

9202110001 NRC Info Notice 92-013, "Inadequate Control Over Vehicular Traffic at Nu-
clear Power Plant Sites."

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/18.
Consolidated Edison Co. of New York, Inc. 4pp. 60838:224-60838:227.

9202110056 Suppl 1 to NRC Info Notice 92-002, "RELAP5/MOD3 Computer Code Error
Associated W/Conservation of Energy Equation."

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/18.
Consolidated Edison Co. of New York, Inc. 4pp. 60871:182-60871:185.

9202190037 NRC Info Notice 92-014, "U Oxide Fires at Fuel Cycle Facilities."
CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729).
92/02/21. Consolidated Edison Co. of New York, Inc. 9pp. 60838:215-60838:223.

9202190038  NRC Info Notice 92-015, "Failure of Primary Sys Compression Fitting."
ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/24.
Consolidated Edison Co. of New York, Inc. 4pp. 60962:181-60962:184.

9202190317 NRC Info Notice 92-016. "Loss of Flow From RHR Pump During Refueling
Cavity Draindown."

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/25.
Consolidated Edison Co. of New York, Inc. 6pp. 60948:134-60948:139.

9202190371 NRC Info Notice 92-017, "NRC Insps of Programs Being Developed at Nu-
clear Power Plants in Response to Generic Ltr 89-10."

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/26.
Consolidated Edison Co. of New York, Inc. 11pp. 60392:001-60392:011.

9202240025 NRC Info Notice 92-018, "Potential for Loss of Remote Shutdown Capabil-
ity During Control Room Fire."

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/28.
Consolidated Edison Co. of New York, Inc. 11 pp. 60948:140-60948:150. Assessment (Post 870411). 92/03/03.
